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LIMITED OFFICIAL USE CASABLANCA 0852 

ROME FOR RSO, DEPT FOR A/SY/OPS/T, FRANKFURT FOR RSS & RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : CCTV EQUIPMENT, ROME 
REF: ROME 9715, STATE 136352 

1 . RTC HAS POUCHED TO ROME THE FOLLOWING ITEMS: 

2 EA ENVIRONMENTAL HOUSINGS 

2 EA PAN/TILT UNITS 

650 FT CCTV CONTROL CABLE 

4 EA INFRA-RED LIGHTS 

2 EA MTB-10 MOUNTS 

1 EA RTC FABRICATED CORNER MOUNTS 

REGISTRY NO'S 2314487 THROUGH 2314497. 

2. RTC HAS NO DAY/NIGHT SYSTEMS OR MONITORS AVAILABLE. 

3. SURVEY MADE OF VILLA CCTV REQUIREMENTS AND IS CONTAINED 
IN TSR COVERING DATES 27 FEB-1 MARCH, 1978. 
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4. RTC UNABLE SUPPLY LIGHT SENSITIVE RELAYS. KUNIHOLM 
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